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OUTGOING TELEGRAM DIST: 
COMMO 1 
OPERATIONAL IMMEDIATE Hees | a 
OPS 13 
oBX1A . 18 MARCH 1957 


TO: 
INFO: 


FROM: 


35Q4 


Xs EE | 825.082 


ALFA 
BRAVO 


1,020 

ON COURSE FROM 3701 3525 000 04002 TO 3423 5710 668 06312 
DEVIATION FROM 3423 5710 668 06312 TO 3420 5748 668 06352 
ON COURSE FROM 3420 5748 668 0635Z TO 3430 6613 685 07352 
DEVIATION FROM 3430 6613 685 07352 TO 3525 6615 685 O7442Z 
ON COURSE FROM 3525 6615 685 07442 TO 3701 3525 000 12312 


oA CURLS 


25X1A DELTA 


25X1A 


25X1A 
25X1A 


25X1A 


ECHO 
25X1A 


FOXTROT 


LIGHT TURBULENCE ATER 6500 BETWEEN 3640 AND 3644. MODERATE 
TURBULENCE AT [I 6700 Av 35§9/.AT 05322. SEVERE TURBULENCE 

AT EB 6900 ar 3561 AT 08232. SEVERE TURBULENCE AT [J 6900 
AT 3759 AT 08462, SEVERE TURBULENCE AT [MJ 7200 av 4141 

AT 11162, 

LIGHT NON PERSISTENT CONTRAILS INCLINB OUT BASES UNKNOWN AND TOPS 
UNKNOWN BUT OBSERVED UP To [MM 4500. 

3735 TO 3736 222222 CIRRUS AND STRATOCUMULUS 3736 TO 3739 112311 
3739 TO 3641 222222 STRATOCUMULUS 3641 TO 3632 444444 STRATOCUMULUS 
3642 TO 3644 112111 STRATOCUMULUS 3644 TO 3545 444432 ALTOCUMULUS 
3545 TO 3547 4bbhk3 ALTOCUMULUS 3547 TO 3548 333333 ALTOCUMULUS 
3548 TO 3457 111112 3457 TO 3462 444432 CIRRUS AND STRATOCUMULUS 


61 TO 346 CIRRUS TO 66 111111 
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3566 TO 3564 232134 ALTOCUMULUS 3564 TO 3561 AlbbAl ALTOSTRATUS 
3561 TO 3660 222222 STRATOCUMULUS 3660 TO 3849 444444 @IRROSTRATUS 
3849 TO 3948 223333 CIRROSTRATUS AND STRATOCUMULUS 
3948 TO 414) Ab4bo CIRROSTRATUS 4141 TO 4240 122111 
4140 TO 3735 Lbkubh STRATOCUMULUS. 
GOLF @IR TO GROUND VISIBILITY RESTRICTED BY HAZE IN VISINITY OF 
3739 AND 3661. | 
HOTEL WINDS SEEMED TO HAVE MORE NORTHERLY COMPONENT THAN FORECAST. 
INDIA INDETERMINABLE 
JULIETT TERMINAL FORECAST: FOUR THOUSAND BROKEN 15 SW 15 
OBSERVED TERMINAL WEATHER: FOUR THOUSAND BROKEN 12 SSW 11, 
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